
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUOYANN 8IGBY, MD 
SECRETARY 

JOHN AUERBACH 
commissioner 


03 / 17/11 


Kristen Stone 

Assistant District Attorney, Plymouth County 
Dear ADA Kristen Stone 

Enclosed is the information you requested in regards to lab number^^^B 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #|||[H 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample # 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by Lisa 
Glazer. If you have any questions about these materials, please call me at the number 

below. 


Sincejely, 



Chemist II / / 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 


(617) 983-6632 


Corbett email PRR 008063 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Boston Drug Department of Public Health Amherst Drug 

Tel {617) 983-M22 State Laboratory Institute 545.2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 
8 : 00 - 11:00 
2:00 - 4:00 


DRUG RECEIPT 


Amherst Hours 
9:00- 12:00 
1:00-4:00 


City or Department: 


Brockton Police 


Police Reference No.: 


Name and Rank of Submitting Officer: DuHOHUE. PATRICK S _ ^ 


Defendant(s) Name (last, first, initial) 


Description of Samples _ 

1) PLASTIC BAG UNK WHITE ROCK (QTY: 1) 


To be completed by Lab Personnel 

Gross Weight 


IK17BkMlliiUT:3J 


(S1S383 
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GC/MS CONFIRMATORY TEST 
RESULTS Ccminc’ 

OPERATOR ^ 

DATE OL^'^IOW 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E: \SYSTEM7\03__24__08\592463 .D 
KAC 

24 Mar 2008 22:19 

BLANK 

2 

DRUGS . M 
RTE 


djlllll 


Abundance TIC: 592463.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


592463.D 


Thu Mar 17 09:09:49 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by ; 
vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

E:\SYSTEM7\03_24_08\592464.D 
KAC 

24 Mar 2008 22:32 

COCAINE STD 

64 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

500000 


T!C: 592464.D\data.ms 


4.t86 


T^r 




T' 


Time-> 2.00 2.50 3.00 3.50 


T-ry-t-r 

4.00 


4.50 


^rT. yf r'r’ T '7 " r' r ' 

5.00 5.50 


rT " |- T 'T T . r .T " r.. r 

6.00 6.50 


7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.786 

1595096 

100.00 

100.00 


592464 ,D 


Thu Mar 17 09:09:53 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; E ; \SySTEM7\03_24_08\592464.D 

Operator : KAC 

Date Acquired : 24 Mar 2008 22:32 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 64 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.79 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.728 to 4.855 min.: 592464.D\data.ms (-) 
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Area Percent / Iiibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E; \SYSTEM7\03_24__08\592478 .D 
KAC 

25 Mar 2008 1:30 

BLANK 
LAG 
2 

DRUGS . M 
RTE 


Abundance TIC: 592478.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


592478,D 


Thu Mar 17 09:10:08 2011 


Page 1 
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Area Percent / Library Search Report 


Information.from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\03__24_08\592479 ,D 
KAC 

25 Mar 2008 1:42 



LAG 

79 

DRUGS . M 
RTE 


Abundance 

6000000 

4000000 

2000000 

0 


2.(a 


2.880 


3.431 


TIC: 692479.DWata.ms 


4.797 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 '5.50 6.00 B.ko' 7.00 7.50 's.Oo' 8.50 9 Oo”’~9^C^ 


Ret. Time 


Area Area % Ratio % 


2.086 

305584 

3.03 

4.08 

2.297 

119299 

1.18 

1.59 

2.324 

290676 

2.88 

3.88 

2.880 

1708312 

16,95 

22.79 

3,431 

157156 

1,56 

2.10 

4.797 

7496467 

74.39 

100.00 


592479.D Thu Mar 17 09:10:12 2011 


Page 1 


Corbett email PRR 008071 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\03__24_08\592479 .D 
KAC 

25 Mar 2008 1:42 


79 

DRUGS.M 
RTF 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.09 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 95 
1-Cyclohexyl-2-ethylpyrrolidine 051503-12-9 47 


Abundance 

80 

60 

40 

20 

0 


m/z--> 


Abundance 


80 


60 


40 


201 


Average of 2.054 to 2.192 min.: 692479.D\cfata.ms {-) 

162 


42 




82 

67 68 


94 


122 


106 


138 


T’ 


114, 


r-K 




181 


166 


7^ 


207 


40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


#43743: Ecgonidine, methyl ester 

1$2 


122 


106 


I I I I ; I I I i i I I I I ! 


m/Z"> 


138 


I l ‘i I 




181 


166 




I I I I I I I 




40 SO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


592479.D 


Thu Mar 17 09:10:13 2011 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\03_24_08\592479.D 

KAC 


25 Mar 2008 


LAG 

79 

DRUGS.M 
RTE 


1 : 42 


Search 

Libraries; C;\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality; 80 
Minimum Quality; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.30 

C:\Database\NIST05a.L 

1,4-Benzenedicarboxylic acid, 

1,4-Benzenedicarboxylic acid, 

1,4-Benzenedicarboxylic acid. 

dimet 000120-61-6 98 
dimet 000120-61-6 96 
dimet 000120-61-6 94 

Abundance 


Average of 2.271 to 2 308 min.: 592479.D\data.ms (-) 

163 


80 


60 

40 


20 


50 


m/z-> 


■rrT~p~7"rr]“n 

10 20 30 


42 


59 6 6 


76 


II 


136 


103 


33 92 


120 


112 I 

rl-rrtl 


149156 


194 


170 


179 


40 50 60 70 80 90 


100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80 

60 

40 

20 

0 


15 


m/z-> 


29 39 


#52309: 1,4-Benzenedicarboxylic acid, dimethyl ester 


50 


59 66 


•T' 


76 


163 


135 


103 


82 


120 


149 


179 


194 


10 20 30 40 50 60 70 80 


! t j i I I t } 1 rt'! { I > I I'p ! i-T I I ;‘t-fprT T ‘i* Cr r t r| i"i‘ t i ] i t i f [ i i i i | i 

90 100 110 120 130 140 150 160 170 180 190 200 


592479.D 


Thu Mar 17 09:10:14 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\03_24_08\592479.D 

KAC 

25 Mar 2008 1:42 



DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 2.32 C;\Database\NIST05a.L 


Ecgonine 

methyl 

ester 

106293-60-1 

97 

Ecgonine 

methyl 

ester 

106293-60-1 

95 

Ecgonine 

methyl 

ester 

106293-60-1 

87 


Abundance 


801 


Average of 2,308 to 2.356 min.: 692479.D\data.ms (-) 
8^ 


96 



ni/Z"> 

Abundance 

I 

I 

! 

801 
60 

40 

20 

0 




112 


l103 , 


124 


168 199 

140 156 I 182 I 




T 


40 60 60 70 80 90_ 100 110 120 130 140 150 160 _ 170_. 186_..1?0 . 200 

#56371: Ecgonine methyl ester 

8i2 


96 


42 


55 




68 


m/z-> 






112 


H103 




122 

T't-W-+1 


168 

140 ICC I 

,1. 148X,.wLh 


182 


199 




40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


592479.D Thu Mar 17 09:10:15 2011 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

E:\SYSTEM7\03 24 08\592479.D 



Operator 

KAC 



Date Acquired 

25 Mar 2008 1:42 



Sample Name 




Submitted by 

LAG 



vial Number 

79 



AcquisitionMe th 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 80 


C; \Database\PMW__TOX2 . L 



PK# RT 

Library/ID 

CAS# 

Qual 


4 2.88 C:\Database\NlST05a.L 

Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 


Abundance 

80 

60 

40l 

20 i 


43 




Average of 2.848 to 3,097 min.: 692479.0\data.ins (-) 
168 


80 


65 


91 


'' ' ( 

fr-rr-^'in-rri i—i¥|Tr r T^ M -T- i -q-T-TM- 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 


Abundance 


801 


m/z- 


60 


40 


20 i 


0^ 


#42243: Acetamide, N-(4-ethoxyphenyl)- 
108 


179 


137 


43 


15 27 

I e'i 1111 j t j 1 f I ly 


53 


80 


65 




91 

I I M I' l' l I 


120 


150 164 

t-p-Ti-r,-, 




10 20 30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 ISO 190 200 210 220 


592479 .D 


Thu Mar 17 09:10:15 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM7\03_24_08\592479.D 
KAC 

25 Mar 2008 1:42 


LAG 

79 

DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


\Database\SLI. L 
\Database\NIST05a.L 
\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CAS# 


Qual 


3,43 C;\Database\NIST05a.L 

lH-Purine-2,6-dione, 3,7-dihydro-l, 000058-08-2 97 
lH-Purine-2,6-dione, 3,7-dihydro-1, 000058-08-2 95 
IH-Purine-2,6-dione, 3,7-dihydro-l, 000058-08-2 93 


Abundance 


Average of 3,399 io 3.631 min.; 592479.D\data.ms (-) 



194 


136 


165 

122 T: 152 I 179 

['r'l'i T | ri'i Ti-T-rTTYrT' 

m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 

Abundance #53170: 1H-Pufine-2,6-dione, 3,7-dihydro-l .3,7-tfimethyl- 


207 


80 

60 

40 

20 

O' 


190 200 

194 


109 


67 


55 


15 28 


42 


T'T fH'i' i"T 1 


82 


m/z-> 




94 


122 149 

rr- r r i n i I 'l' i 


165 


179 


. I I I i M' l 


10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


592479 .D 


Thu Mar 17 09:10:16 2011 
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Abundance Average of 4.744 to 4.924 min.: 592479.D\dala.ms (-) 



592479.D Thu Mar 17 09:10:17 2011 Page 7 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

E: \SYSTEM7\03__24_08\592485 .D 
KAC 

25 Mar 2008 2:58 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 592485.D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


592485.D Thu Mar 17 09:10:28 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

E:\SYSTEM7\03 24 08\592486.D 

Operator 

KAC 

Date Acquired 

25 Mar 2008 3:11 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

86 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 

1500000 

1000000 

500000 


TtC: 592486.D\dala.ms 


4.t86 


, -T-T-rT-pr-r-T-Ty-T T-r-Ty-r-r-r-r-j--, ■ r-y--,- -j-rrrTj l-T . ■rx r r-rr-y-,--,--v-r-y-7-x-r-r-j- r-x-r-r-y T- r- r-r-Y T--r--r-V7-T-T 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.786 

1627210 

100.00 

100.00 


592486.D Thu Mar 17 09:10:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

E:\SYSTEM7\03_24_08\592486.D 

KAC 

25 Mar 2008 3:11 

COCAINE STD 

86 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.79 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 
60 

40 

20 

0 

m/ 2 -> 40 

Abundance 

80 

60 

40 

20 


8? 


Average of 4.749 to 4.866 min.: 592486.D\data.ms (-) 
182 


94 


42 

i ,65 68 

lii. J,IH 


105 


122 


135 ■'66 


198 


214 


272 

244 260 I 288 


303 


60 


' rr- r- r"-rT^T-r'f j-r-ri i [ rr i i it i i r ' j i i i i j i i i i"['t i rn-j tu t i pt i i i [ ■ 

80 100 120 140 160 180 200 220 240 260 280 300 


340 

' ' I rrT-T-|-T 

320 340 


8^ 


42 


V-f-f 


56 68 
iik- 


#29: COCAINE 


182 


94 


105 


m/z--> 


122 

I 135 162 166 


198 


-T 


214 


244 269 


272 


303 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 
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